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Message Text 


E.O. 11652: N/A 
TAGS : BGEN, BG 

SUBJECT : MAJOR PROJECT: BAKHRABAD-CHITTAGONG GAS PIPELINE 


REF: STATE 074357 


ACCORDING TO PETRO-BANGLA, THE STATE-OWNED AGENCY FOR 
THE DEVELOPMENT OF OIL AND GAS IN BANGLADESH, UNICO 
INTERNATIONAL CORPORATION, KASUMIGASEKI BUILDING, 

P.O. BOX 86, TOKYO, IS PRESENTLY DOING A TECHNICAL 
STUDY OF DESIGN, LOAD AND SPECIFICATIONS OF THE 
PROPOSED BAKHRABAD-CHITTAGONG GAS PIPELINE SYSTEM. 

A REPORT ON THE STUDY IS SCHEDULED TO BE SUBMITTED 
IN MARCH, 1979. AFTER THE REPORT IS ACCEPTED AND IF 
FUNDS (INCLUDING FOREIGN CREDITS) ARE LINED UP, 
INTERNATIONAL TENDERS FOR CONSTRUCTION WORK OF 
THE PROJECT WILL BE FLOATED. 
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